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Message Text 


UNCLASSIFIED 

PAGE 01 PORT 0 03251 131621Z 
ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018 W 

111241/56 

P 131613Z DEC 76 

FM AMEMBASSY PORT OF SPAIN 

TO SECSTATE WASHDC PRIORITY 0098 

UNCLAS PORT OF SPAIN 325 1 

E.O. 11652: N/A 

TAGS: BENC, BEXP, ECRE, TDD 

SUBJECT: FOREIGN GOVERNMENT TENDERS: WATER TREATMENT PLANTS 

REF: PORT OF SPAIN 305 1 . PORT OF SPAIN 3234 

1 . CENTRAL TENDERS BOARD HAS INVITED SUPPLIERS TO SUBMIT 
TECHNICAL INFORMATION ON PACKAGE TYPE COMPLETE WATER TREAT- 
MENT PLANTS TO SUPPLEMENT GOTT'S PRESENT DOMESTIC WATER 
SUPPLY. INTERESTED FIRMS SHOULD 

(A) CONTACT ENGINEERING CONSULTANTS TRINTOPLAN/CH2M BEFORE 
FEBRUARY 1, 1977; AND 

(B) NOTIFY THE DIRECTOR OF CONTRACTS, CENTRAL TENDERS BOARD, 
ELIZABETH STREET AND ST. CLAIR AVENUE, ST. CLAIR, PORT-OF- 
SPAIN, TRINIDAD, W.I., THAT THEY HAVE DONE SO BY LETTER OR 
TELEX. 

2. WITH REFERENCE TO (A) ABOVE, U.S.-BASED FIRMS ARE ADVISED 

TO CONTACT MR. FRED E. HAREM OR KENT KOZA AT CH2M, CORVALLIS, 
OREGON, TELEPHONE (503) 752-4271. 

3. DETAILS OF TREATMENT PLANTS CAN BE OBTAINED FROM 
CH2M. IN BRIEF, SEVEN SOURCES RANGING IN SIZE FROM 0.5 
TO 2.0 MILLION (IMPERIAL) GALLONS PER DAY HAVE SO FAR 
BEEN IDENTIFIED. TREATMENT UNITS SHOULD BE CAPABLE OF 
COAGULATING, FILTERING AND DISINFECTING. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WATER TREATMENT, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 DEC 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PORTO03251 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760459-0035 
From: PORT OF SPAIN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 248/aaaabple. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 PORT OF SPAIN 3051 
Review Action: RELEASED, APPROVED 
Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2004 by hattaycs>; APPROVED <17 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDERS: WATER TREATMENT PLANTS 
TAGS: BENC, BEXP, ECRE, TD 
To: STATE 
Type: TE 
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